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COMPONENTS DIAGRAM 


1) On /Off Button 

2) Battery Meter 
Indicator LED 

3) Charging 
Status 

Indicator LED 

4) Charging 
Touch Points 

5) Holster 
Charging Port 
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FEATURES 


• Talk Time: extends your BlackBerry talk time up 
to an additional 9 hours 

• Standby Time: extends your BlackBerry standby 
time up to 20 additional days 

• On/Off Button: allows you to activate charging 
mode when needed 

• LED: holster battery power / charging indicator 

•10 minutes standby: when take phone out from 
the holster during charging (dock phone back within 
10 min will continue charging) 

• Rechargeable through a standard USB cable or 
travel charger (included in the package) 

• Ratcheting 360 degree heavy duty belt clip 

• Full Phone function available while docked in 
holster. Phones buttons & ports exposed to ensure 
functionality 









SPECIFICATIONS 

• Built-in Lithium Polymer Battery 

• Power Consumption : 3.5w 

• Battery Capacity: 2300mA 

• Input: 1000mA, 5V Output: 700mA ， 4.2V 

• Battery operational temperature range: 

5°Fto 122°For-15°C to 50°C 

LED INDICATORS 

Battery Meter Indicator 

•3 lights solid green: 60% - 1 00% 

• 2 lights solid green: 30% - 60% 

•1 lights solid green: less than 30% 

Charging Status Indicator 

• red light flashing: charging holster battery 

• green light flashing: charging phone docked 
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ON/OFF BUTTON OPERATING 

Holster connected to DC power without phone 
docked in 

• charges holster automatically once connected 

Holster connected to DC power with phone 
docked in 

• charges holster automatically once connected 

• once holster is fully charged it will automatically 
switch to charge the phone in the holster 

Holster disconnected from DC power with 
phone docked in 

• long press button, activate charging function 

• long press button again, deactivate charging 
function 

Holster disconnected from DC power without 
phone docked in 

• long press button, activate 10 minutes charging 
standby 

Short press button in any status 

• check holster battery volume (battery meter LED 

will be on for 5 seconds) 广， • 
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Warranty 


This product carries a 1 year limited 
warranty against defects. This warranty is 
valid only for Premier Accessory Group 
products purchased in the United States. 
For warranty terms and conditions visit our 
website at 

www.premieraccessorygroup.com or call 
our customer service hotline at 866-446- 
4327 


All trademarks, registered trademarks and logos are of 
their respective holders. 

Blackberry is a trademark of Research in Motion，LTD 
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